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Separate Paglns b Bben to tbb Part in order that It my be filed as 
a separate compilatton 


aiftrr fWw*T 

(dWPPF'ftrsTO fr»rw) 

S 1086 

urr. "FT. Pr. i270 (n) :—Vita arwt, marw 
anj afePfaa, lass (isss sa lo) "it am 3 am aart 
uftaaf aa aata yt ftwiFaftra wVr aerSf f, aaf^^:— 

aftra ara rftt ama :—(i) w arVr sa ara 5TfrafeT 
^ftat Ptdtat Tt ipa tett (aartoit f^flaa) arVr, isse fi 

(2) af 1 ata, iss? ^ a^a ftat \‘ 

2 . aftamut: w arta t aa aaftad ^ aarat a^Rrt a 
ft. 

(a) "jir t iW'i ^ftat ftftar * ftia ijisif thrtt" t a«fta % 
Ria fare aa ^ fttPm aTTr Vr vfWJa t sft 
aa it a%ter rftr ^aa aat 
ftaWf ^ nata % Ria aiafta ft ; 


(m) aiaa” b Pnafttfba amfta aiaa/Wiiihr 

aMa f I 



iWa 

at. at. : 2576-1075 

Stfiatar ^Rrtt kftaft at 


rpat fart % fiat firPH^t i 


3 . ^ftat Mtaft ^ »i«a laWt ^ jw ftaaf % 

fttftaia arft %"ffaa it wRiils— 

(i) ^ aifta [raa; ar aaft ak ?t ftrat a*a wffta 
sm ;i t ^ gT fkfraa ifr ^ ipf fgfl- a?r at ftIV 

fVa arar a ft, at at f^aa % fV? falafaa ar anfea 

skar a ft aasa ftaa at kara fkai rftT a^ arf 
«ta art S H ti ftai a fav? % ara ftar : 

ai75 fa arVr ift ^ at a r a ;tla^< ^ftat ftaiar ar ^ 
rjsa taft % faafa % daa Jf at WrfVr aiaa % a^aa a ft 
ftVit Va cm aaftta frPrJat % a^ ft, aaj aft 
fHt ak {(ar PtPria Raft at aar *t, Prfaftat ataa tr aa aft 
fPt I 

2 . 5 (fkat ^ftat Ratatt aft ^ aaaiaa ar ipa 

iafkfl ar aiaft aiaat at daaat ait at PrMVd araa ^ a^- 
aa a ft, afta a a>T^ RaRa ar ftar arnar dk aaaa ipfca 
% aa tf araa R>ar anpir i 

[aa.d. 4 (28)/84-lqa v».] 

MINISTRY OF INDUSTRY 
(Department of Industrial Development) 

New Delhi, the 9th December, 1986 

G.S.R. 1270(E).—^In exercise of powers con¬ 
ferred by section 3 of the Essential Commodities 
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THE GAZETTE OF INDIA 

Act, 1955 (10 of 1955), the Central Government 
hereby makes the following order, namely : 

1. Short Title and commencement; (1) This 
Order may be called the Dry Batteries for Tran¬ 
sistor Radio Receivers (Quality Control) Order, 
1986. 

(2) It shall come into force on the Ist day of 
April, 1987. 

2. Definitions : In this Order, unless the 
context otherwise requires :— 

(a) “Dry Batteries for Transistor Radio 
Receivers” means a single unit packaged 
power cell ready for use appropriately 
jacketed and labelled and intended for 
use in transistor radio receivers; 

(b) “Specified standard” means the follow¬ 
ing Indian standard/specifications. 


IS : No Title 


IS : 2576—1975 Specification for Dry 

Batteries for Transistor 
Radio Reeeivers 

3. Prohibition regarding manufacture etc. of 
certain varieties of dry batteries for transistor 
radio receivers. 

(1) No person shall by himself or by any- 
pemn on his behalf manufacture or store 
for wle, seil or distribute any dry batteries 
for transistor radio receivers which does 
not conform to the specified standard and 
it would be with ISI Certification Mark. 
Provided that nothing in this Order shall 
apply in relation to export of dry batteries, 
for transistor radio receivers which do 
not conform to the specifiiKl standard bm 
conform to any specifications required by 
the foreign buyer and such specifications 
shall not in any case be less than the 
specified standard, 

(2) The sub-standard or defective dry 
batt*rifl.4 for transistor radio receivers 
or raw material or components which do 
not conform to the specified standard 
shall be. deformed beyond use and dis¬ 
posed of as scrap. 

[F. No. 4(29)/84.El.Iod.) 


: EXTR.AORDIN.4RY 

'TT Tr, i27t (p) jrmT, -Rnryw 

iqs.s ( 10) 

TTR VI7 .— 1. (I) w «rrr7 ttt ttjt 

TTrs T;' ('Wife isae ^ i 

(2) ITK 1 1387 TY SITT I 

2 RfriimnTr ■ if 7 

^— 

(t) mn Vi ^ it, Jnfpr t finr itmt 

RWT ^ ^ ^ 

St 'T«rr 'ctx mre 5T«fw 

% fhTTj ^ , 

(w) »TPwr if frmrfiTftrT vtrriftiT 


aptfttiT imr ftwr<r 

itra 

ITT. 203-10er4 

rnift ftr ^ faff ^ 


ffttt flrfftfar 1 


3. srtir mw sft ^ tefbff ^ % fWmfn 

(1) iW- •artSfr eft she ^ ftwt uwf »iif^ jttt 

ifAer tfTSB eft fwt ^ ^ ^ eft ^ 

w IT f (ft finer % fhrt ftWiffr at ifrfbr ftbir %ttK t 
j'l+i Rrw *TT ftfifiT »l'ii fflfr ST mf Jnmftsrejr 

ftw ?1>IT ; 

W fTT%u ^ sftf *fr am 'sSu' awr eft itfft ^ l4c<t 
% ftaftr ^ trta Jt eft fkfiiftw npw tfjw a ^ fritift 
afm *w eiftflfw fWtftft ^f, fm]; sf^ fr«ft Tfit. 

fkWhi fWr i?t furr Sk fWffrw ermer ir enr aff ^ r 

3. n#rr iftfe efr ^ IrfWf' jh 

eHt armft m eft eft Ift ftfiw etTertr »r irtbr 
a en^r err ftJtt <xn?>iT eftr 9^ ft siRf( jftPTT 

I 

[fir. ft, 4 ( 20)/84-ftfftn.J 
I?., ftt., »fMr, Tftfter 
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>■ G.S.R. 1271(E).—In exercise of powers con¬ 
ferred by section 3 of the Essential Commo¬ 
dities Act, 1955 (10 of 1955), the Central Govern¬ 
ment hereby makes the following order, namely: 

1. Short title and commencement : (I) This 
Order may be called the Dry Batteries for Flash 
Lights (Quality Control) Order, 1986. 

(2) It shall come into force on the 1st day 
of April, 1987. 



nrrpr ^ 


3 


3(i)] 
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2. Definitions : In this Order, unless the 
cintext otherwise requires :— 

(a) "Dry Batteries for Flash Lights” means 
a single unit packaged power cell ready 
for use appropriately jacketed and labell¬ 
ed and.intended for use in flash lights; 

(b) "specified standard” means the follow¬ 
ing Indian standards/specifications ; 

is'- Nor '“'Title " 


IS : 203—1984 Specification for Dry 

Batteries for Flash Lights 


3. Prohibition regarding manufacture etc. of 
certain varieties of dry batteries for flash lights: 

(1) No person shall by himself or by any 
person on his behalf manufacture or 
store for sale, sell or distribute any dry 


batteries for Flash Lights which docs not 
conform to the specified standard and 
it would be with ISl Certification Mark. 

Provided that nothing in this Order 
shall apply in relation to export of Dry 
Batteries for Flash Lights which do not 
conform to the specified standard but 
conform to any specifications required by 
the foreign buyer and such specifications 
shall not in any case be less than the 
specified standard. 

(2) The sub-standard or defective Dry 
Batteries for Flash Lights or raw ma¬ 
terials or components which do not 
conform to the specified standard shall 
be deformed beyond use and disposed 
of as scrap. 

[F. No. 4(29)/84-El. Ind.] 
A.V. GOKAK, Jt. Secy. 
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